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Bulletin No. 929 (since 15'^ March 2020) 


A Positive Today: 126 XUI Recovered Today: 73 

4X Death Today: 00 अ) Active Cases: 940 

SY Sample Positivity today: 4.94% R% Recovery Percentage: 95.17% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 102843 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 97873 (95.17%) 
3. Total Number (96) of COVID-19 patients migrated out of state since 01.01.2022: 3712 (3.61%) 
4. Total Number (96) of COVID-19 Deaths since 01.01.2022: 318 (0.31%) 
5. Number of samples found negative for COVID-19 today: 2423 
6. Total number of samples sent for COVID-19 testing today: 2396 
7. Total number of cumulative samples found negative since 01.01.2022: 1483685 


सकारात्मक रहें, अपने काम Ud सक्रिय, उर्जावान रहें 


जीवन में सन्छुलन बना कर रखें नद लल क, Ime 
समय पर है जरूरी डर 


wy 


आश्रितो, बड़े बुर्नगों और aat का 
ध्यान रखें .. उनके प्रति अपनी 


भावनाओं को साझा करें अभी भी कोविड agan व्यवहारों 


———— n a a 


का Ho Tera करते रहें. 
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Detailed Status of Sample Tested 


ti Negative V. Positive 
Negative ti Positive s 
p t Cumulative : t Cumulative 
in last 24 : in last 24 R 
hours EX hours p 
01.01.2022 01.01.2022 


Details of Districts having Positive COVID-19 Cases 


Almora 4839 4387 4 
Bageshwar 2155 2051 2 FR | 102 
Chamoli 3337 3201 3 124 
Champawat 1984 1948 2 25 
Dehradun 38440 377469 321 203 447 
Haridwar 13983 13681 28 29 245 
Nainital 13034 12552 396 31 55 
Pauri Garhwal 5566 4510 10 20 1026 
Pithoragarh 2708 2510 42 4 152 
Rudraprayag 3027 2843 42 2 140 
Tehri Garhwal 2599 2134 | 9 | | 8 | 448 
U.S. Nagar 9268 8900 26 | 6 | 336 
Uttarkashi 1903 1687 24 | 6 | 186 
Total 102843 97873 | 949 | 318 3712 
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आजादीका 


“नग सुरक्षा कवच 


12 से18 वर्ष आयु वर्ग के 
लाभार्थियों को 
पहली व दूसरी डोज वथा 
18 वर्ष से ऊपर आयु वर्ग के 
सभी व्यक्तियों को 
नि:शुल्क बूस्टर डोज 


चिकित्सा|/ स्वास्थ्य एवं परिवार कल्याण 
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COVID-19 Vaccination 


26th August 2022 


ॐ Sessions Held Today: 830 
¥ Number of Beneficiaries Vaccinated Today: 23233 
* Total Number of Beneficiaries Partially Vaccinated: 9095710 
* Total Number of Beneficiaries Fully Vaccinated: 8657215 
ॐ Total Number of Beneficiaries Given Precaution Dose: 1692236 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker ped 
Cumulative 
- , 12-14 12-14 15-17 15-17 s n s " Precaution 1st 
giis is Yrs | years ist | years 10 | and bose | Doss 6 oks m roo reed 
ien ane Dese Am Dose Coverage | Coverage | Coverage | Coverage | Coverage | Coverage Gereg end Dose 
Dose Dose Coverage | Coverage Dose 
| Almora | 20495 14531 29416 24237 384685 359109 6025 6035 9960 9768 78508 30 692 
Bageshwar 10453 8612 14152 13294 186443 173299 2515 2522 2323 2403 49218 48 375 
Chamoli 15244 14660 19751 19428 275392 272643 3988 4024 6494 6641 89020 24 1347 
Champawat 10969 9096 13540 13182 185360 175293 2257 2324 7592 7586 40723 155 571 
Dehradun 70922 49191 104006 83273 1584078 | 1495731 37250 36750 30675 31351 370368 746 3320 
| Haridwar 74511 39084 83948 54201 1523675 | 1472076 17795 17666 48487 48497 294948 748 4930 
| Nainital | 42903 28390 53596 42608 760369 743015 14196 14015 20120 20249 161184 161 2098 
| Pauri | 22785 17830 32750 31098 456464 439760 7927 7949 7109 7207 117150 62 943 
Pithoragarh 16512 12607 23816 21121 328574 320503 4097 4115 8325 8421 55453 32 579 
Rudraprayag 8965 6824 12634 11164 174746 161220 2466 2457 2692 2714 44006 8 201 
Tehri 23595 22036 31358 30705 402233 371483 6254 6319 4932 5056 117943 78 1443 
| US Nagar | Nagar 62755 53876 93679 91030 1362332 | 1395613 12507 12635 34812 34095 200603 112 2994 
| Uttarkashi | 13560 10664 18319 16831 237460 228494 3463 3489 5004 5115 73112 188 1348 


Total 


393669 | 287401 | 530965 | 452172 | 7861811 | 7608239 | 120740 | 120300 | 188525 | 189103 | 1692236 । 2392 | 20841 


